PPP 


Part Number 


Description 


0407-627-013 


Heli-Utility-Pod 


Box Part Number I MBX 102 


Other Packaging I MF6431 


Dimension 
~ 101.5" X 32.5" X 18" I 


LxWxH 
Dimension 
~ 
_ 


Logo Decals 
02729-1 I I 02729-3 I 


Packaging Instructions 
and Oecal Placement 


0407-627-013 
Apply label 02729-1 
& 02728-1 
as per drawing below. 
Wrap all latches in foam to prevent any scratches. 
Put a piece of foam in bottom of the pod and place kit and 
paperwork (which is wrapped in foam). 
Stuff the remainder of the pod with bags of shredded paper to prevent 
kit from moving. 
Put 6 pieces of MF6431, 3 on the bottom of the box. 
Place pod and add 3 MF6431 on top. 
Put top cover of box on, apply white tape all around openings of the box, then apply clear tape over white tape. 
Strap 3 times (aligned with foams), apply clear tape over staps and put Dart tape across the center of the top 
portion of the box. Apply label 02729-3 
as per aSI 014 section 4.5. 
NOTE: Fill all voids of box with foam to prevent movement. 
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